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Patient Video Monitoring 
Algorithm 


Is Patient a 
February 2023 Falls Risk? 


Do not use video 
monitoring 


Inclusion Criteria: 

Exclusion Criteria: 
High risk/Hx of falls (past 3 months or 
current admission) Unable to follow verbal commands or 
Mobility Impairment not able to be verbally redirected. 
Deconditioned Behavioral Restraints/Twice-as-tough restraints 
Violent or Aggressive Behaviors 
Suicide Precautions 
Communication Barrier (Deaf) 
Active Psychosis 
Acute Alcohol Withdrawal 
Patient/Family Refusal (with exceptions 
such as wandering) 


Consider alternatives i.e.., 


Decreased awareness of physical A 
pay Intermittent Observer 


limitations and safety 
Delirium/dementia/memory impaired 
Patient’s Behaviors: 


o Impulsive 
Pulling at tubes/lines/drains 
and risk for line manipulation 
Wandering 
Climbing out of bed/chair 


Continue Video Do not use video 
Monitoring monitoring 


Is a room w/video Consider alternatives i.e., 
monitoring Intermittent Observer 
available? 


Call Patient Review patients Discontinue patients 
Placement & ask on unit currently who no longer need 
to assign room on video video monitoring and 
monitoring to triage new admits for 


evaluate if they video monitoring 
still require video 
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